To:  Gentile,  Laura[Gentile. Laura@epa.gov] 

From:  Davis,  Tim 

Sent:  Thur  8/20/2015  3:00:39  AM 

Subject:  RE:  EOC  Approved  - language  for  new  data 


Great — thanks,  Laura! 


From:  Gentile,  Laura 

Sent:  Wednesday,  August  19,  2015  8:55  PM 
To:  Davis,  Tim 

Subject:  EOC  Approved  - language  for  new  data 


Still  waiting  for  data 


Thought  it  would  be  helpful  to  share  the  language  sooner  than  later 


Short  description  below  goes  on  main  data  page  under  today's  date 


Longer  description  shows  up  when  you  click  on  the  link  to  the  data 


Any  questions,  let  me  know 
Data  should  be  coming  soon 
Sent  from  my  iPhone 


Begin  forwarded  message: 


From:  llgentile  <j  Personal  Email/Ex.  6 

Date:  August  19,  2015  at  10:50:37  PM  EDT 
To:  Laura  Gentile  <gentile.laura@cpa.gov> 

Subject:  descriptive  language  for  new  data  (Aug  13-15) 
Reply-To:  llgentile 


Personal  Email/Ex.  6 
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One-line  description  for  main  data  page: 

EPA  water  quality  data  from  August  13-15,  2015  on  the  San  Juan 
River  between  Farmington,  New  Mexico  and  Mexican  Hat,  Utah 


Longer  description: 

EPA  has  released  additional  water  quality  data  from  August  13-15, 
2015,  on  the  San  Juan  River  between  Farmington,  New  Mexico  and 
Mexican  Hat,  Utah. 


To  assess  the  impacts  of  the  release  at  the  Gold  King  Mine,  water 
quality  samples  were  collected  from  Navajo  Nation  at  numerous 
intervals  beginning  on  August  7,  2015.  The  August  7 2015  data  was 
collected  for  baseline  purposes  to  understand  river  conditions  at  the 
Hogback,  New  Mexico  monitoring  location  prior  to  the  impact  of  the 
upstream  contaminants  from  the  Gold  King  Mine  release. 


To  assess  the  impacts  of  the  release  at  the  Gold  King  Mine,  water 
quality  samples  were  collected  from  August  13-15,  2015  at  eleven 
locations  for  24  metals.  Each  surface  water  sample  was  analyzed  for 
metals  including  arsenic,  cadmium,  lead  and  mercury. 


Based  on  U.S.  Environmental  Protection  Agency  (EPA)  surface 
water  data  collected  from  a sampling  station  near  Hogback,  New 
Mexico  from  August  7-15,  San  Juan  River  water  quality  in  Navajo 
Nation  has  returned  to  pre-event  conditions. 
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